Only numbered Service Parts are available. 


Perfection V850 Pro / GT-X980 No.2 Rev.01 B224-CASE-011 


Rev.01 B224-CASE-021 


No.3 


Perfection V850 Pro / GT-X980 


Only numbered Service Parts are available. 


Only numbered Service Parts are available. 


No.1 Rev.01 B224-ACCE-011 


Perfection V850 Pro / GT-X980 


